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© Positive Today: 05 #1 Recovered Today: 06 

WR Death Today: 01 {Active Cases: 33 

S*"Y Sample Positivity today: 0.62% R% _ Recovery Percentage: 96.01% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104632 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100462 = (96.01%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3802 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 335 = (0.32%) 
5. Number of samples found negative for COVID-19 today: 803 
6. Total number of samples sent for COVID-19 testing today: 488 
7. Total number of cumulative samples found negative since 01.01.2022: 1587421 
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Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 


inlet Glaus cadl| in last 24 |) < waulative 
Since ee Since 
01.01.2022 our 01.01.2022 


Champawat a 
Haridwar 104 338963 | 0 | 14124 353057 | 6 | 
Uttarkashi | 0 | 1931 sill | 

Total 104632 1691751 


Almora 4943 4506 0 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0 3 132 
Champawat 1994 1964 1 2 27 
Dehradun 39126 38417 22 212 475 
Haridwar 14124 13842 5 32 245 
Nainital 13563 13473 2 33 55 
Pauri Garhwal 5600 4540 1 21 1038 
Pithoragarh 2765 2606 0 4 155 
Rudraprayag 3065 2921 0 2 142 
Tehri Garhwal 2627 2162 0 8 457 
U.S. Nagar 9352 8994 0 8 350 
Uttarkashi 1931 1735 2 6 188 
Total 104632 100462 33 335 3802 
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Hospital Wise Death 


ee : No. of 

District Name of the Hospitals Dass 
Dehradun | Govt. Doon Medical College, Dehradun 1 
Total 1 


Check Your 
COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 05 # Recovered Today: 06 

HR: Death Today: 01 HQ Active Cases: 33 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 23 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 19 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 01 
4. Total Number of COVID-19 Deaths since 01.01.2023: 02 
5. Number of samples found negative for COVID-19 today: 803 
6. Total number of samples sent for COVID-19 testing today: 488 
7. Total number of cumulative samples found negative since 01.01.2023: 3841 


Detailed Status of Sample Tested 


Negative ays Positive 
3 Positive 5 
Cumulative : Cumulative 
3 in last 24 é 
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Negative 
in last 24 
hours 


Almora 


Bageshwar 
Chamoli 
Champawat 
Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 
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COVID-19 Vaccination 


05 January 2023 


* Sessions Held Today: 118 
* Number of Beneficiaries Vaccinated Today: 549 
* Total Number of Beneficiaries Partially Vaccinated: 9115612 
* = Total Number of Beneficiaries Fully Vaccinated: 8723815 
*% = Total Number of Beneficiaries Given Precaution Dose: 2215627 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae “ Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
wouue 12-14 12-14 15-17 15-17 a a a . Precaution 1st 
Districts Yrs Yrs years 1st years ie ee ie ees see oe ae ais Dose And Precaution 
tet 2nd use ale Pio Coverage | Coverage | Coverage | Coverage | Coverage | Coverage GH Ne Bees) 
Dose Dose Coverage | Coverage 9 9 9 9 9 9 Dose 
Almora 21129 15820 29466 24848 385023 359662 6025 6035 9961 9770 96922 4 20 
Bageshwar 10540 9144 14156 13382 186475 173474 2515 2522 2323 2403 65492 0 1 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6642 125436 0 
Champawat 11017 10185 13565 13210 185712 175803 2257 2325 7595 7613 48274 1 
Dehradun 74412 54062 104702 85198 1586339 | 1500691 37254 36765 30677 31370 444994 37 141 
Haridwar 76648 43870 84286 55405 1525556 | 1475783 17797 17686 48487 48519 365725 59 138 
Nainital 43302 38850 53749 49998 761093 747243 14196 14019 20121 20260 209948 5 5 
Pauri 22905 18164 32793 31226 456807 440680 7928 7956 7111 7211 152979 4 14 
Pithoragarh 16699 12980 23887 21304 329265 321048 4097 4116 8325 8427 76592 0 
Rudraprayag 9223 7414 12655 11257 174921 161524 2466 2458 2692 2716 61032 0 0 
Tehri 23949 22606 31391 30887 402539 372909 6254 6321 4932 5061 146469 4 17 
US Nagar 63555 56172 93944 93001 1364415 | 1399768 12512 12649 34823 34127 292537 39 52 
Uttarkashi 13680 11523 18344 17357 237762 229760 3464 3490 5004 5122 129227 3 0 
Total 402309 | 315985 | 532689 | 466810 | 7871316 | 7631412 | 120753 | 120367 | 188545 | 189241 | 2215627 | 156 | 393 


